To:  Loesel,  Matthew[loesel. matthew@epa.gov] 

From:  Fuller,  Kris 

Sent:  Tue  8/11/2015  1:06:08  AM 

Subject:  FW:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 

removed.txt 

UAnimasRiver  R06  20150810  PRELIM.xIsx 


From:  "Walzer,  Thomas"  <T.  A.  Walzer@WestonSolutions.com> 

Date:  Monday,  August  10,  2015  at  8:03  PM 
To:  Kris  Fuller  <Kris. Fuller@westonsolutions.com> 

Subject:  Re:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 


Prelim  data  DL  will  increase  due  to  validators  comment 


From:  Fuller,  Kris 

Sent:  Monday,  August  10,  2015  6:01  PM 
To:  Walzer,  Thomas 

Subject:  Re:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 

Hey  Tom,  can  you  generate  the  formatted  report  for  the  4 samples  taken  on  8/7/15  and 
send  it  on  over?  (the  report  that  looks  like  the  one  attached) 

Thanks 

From:  "Walzer,  Thomas"  <T. A. Waizer(5) WestonSolutions.com> 

Date:  Sunday,  August  9,  2015  at  7:16  PM 

To:  Cecilia  Shappee  <C.Shappee@WestonSolutions.com>,  Janine  Latham 
cjanine.  latham@westonsolutions.com> 

Cc:  "Fodor,  Gretchen"  <Gretchen.Fodor@WestonSolutions.com>,  "Bercher,  Corey" 

<Corey. Bercher@WestonSolutions.com>,  Kris  Fuller  <Kris.Fuller@westonsolutions.com>,  "Wright,  Jeff" 
<Jeff. Wright@WestonSolutions.com>,  "Warr  (Kettler),  Kristie"  <K.Warr@WestonSolutions.com> 
Subject:  RE:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 


The  EDD  reported  to  PQL,  are  we  supposed  to  be  reporting  to  Sample  Detection  Limit  (SDL)? 
Method  Detection  Limit  (MDL)?  PQL?  The  ESAT  data  reported  to  what  looks  like  MDL  but 
could  be  SDL.  Material  from  Region  8 reported  SDL,  although  it  appeared  as  the  MDL  in  the 

reports. 


As  I usually  load  data  the  Analysis  (Metals,  total  or  Metals,  Dissolved)  would  have  to  be 
included  to  separate  the  dissolved  results  from  the  total  results.  My  way  is  due  to  the  way 
EnviroData  handles  it.  Some  labs  say  “analyte”  others  say  “Analyte,  Dissolved"  or  “Analyte, 
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Total”.  We  need  to  be  consistent.  How  do  you  want  analyte  names  loaded,  i.e.  “Iron”;  or  “Iron, 
Dissolved”  and  Iron,  Total” 


Principal  Project  Scientist 
Weston  Solutions,  Inc. 
an  employee-owned  company 

5599  San  Felipe,  Suite  700 
Houston,  Texas  77056 

(713)985.6741  Direct 
(713)705.1467  Cell 
(713)985.6703  Fax 

t.a.waizer@westonsolutions.com 
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From:  Fodor,  Gretchen 

Sent:  Sunday,  August  09,  2015  5:20  PM 

To:  Walzer,  Thomas 

Cc:  Shappee,  Cecilia;  Fuller,  Kris;  Latham  (Polinko),  Janine;  Bercher,  Corey 

Subject:  RE:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 


No.  We  set  the  lab  up  last  Friday  on  the  fly.  The  lab  was  not  provided  an  EDD  format  from 
Region  6 until  Saturday  if  I remember  correctly  and  they  asked  whether  their  standard  EDD 
format  was  acceptable  for  the  first  sample  shipment  that  arrived  on  Saturday.  I said  yes.  On 
Monday  we  can  have  the  lab  create  any  format  you  need  for  the  project  when  their  IT  staff  is  in. 


Per  our  meeting  today,  the  data  management  team  needs  to  establish  the  EDD  format. 
Hopefully  all  3 regions  can  use  the  same  EDD  format.  Janine  and  crew  will  have  to 
communicate  what  you  need  from  the  lab  and  talk  with  them  directly. 


Gretchen 


From:  Walzer,  Thomas 

Sent:  Sunday,  August  09,  2015  6:01  PM 

To:  Fodor,  Gretchen 

Cc:  Shappee,  Cecilia;  Fuller,  Kris;  Latham  (Polinko),  Janine;  Bercher,  Corey 

Subject:  FW:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 


Was  this  supposed  to  be  SCRIBE  EDD  format? 


Thomas  Walzer 
Principal  Project  Scientist 
Weston  Solutions,  Inc. 
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an  employee-owned  company 


5599  San  Felipe,  Suite  700 
Houston,  Texas  77056 

(713)985.6741  Direct 
(713)705.1467  Cell 
(713)985.6703  Fax 

t.a.walzer@westonsolutions.com 


From:  Fuller,  Kris 

Sent:  Sunday,  August  09,  2015  4:13  PM 

To:  Latham  (Polinko),  Janine 

Cc:  Bercher,  Corey;  Waizer,  Thomas 

Subject:  FW:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 


Hey  Janine,  we’ve  got  prelim  results  from  Region  6 Friday’s  samples  (8/7/15)  (Attached) 


Not  sure  who  you  were  going  to  have  load  this,  but  I copied  Tom  and  Corey. 
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From:  "Fodor,  Gretchen"  <Gretchen.Fodor@WestonSolutions.com> 

Date:  Sunday,  August  9,  2015  at  3:43  PM 

To:  Kris  Fuller  <Kris. Fuller@westonsolutions.com> 

Subject:  FW:  TestAmerica  EDD  files  from  680-115377-1  Gold  King 

Mine/20408.016.001.0267.00 


Just  saw  your  email.  Here  is  the  first  EDD  with  the  unvalidated  data. 


From:  Hoffman,  Sheila  fmailto:sheila.hoffrnan@testamericainc.corn1 
Sent:  Sunday,  August  09,  2015  1:41  PM 
To:  Fodor,  Gretchen 

Subject:  TestAmerica  EDD  files  from  680-115377-1  Gold  King  Mine/20408.016.001.0267.00 


Hello, 

Attached  please  find  the  EDD  files  for  job  680-115377-1;  Gold  King  Mine/20408.016.001.0267.00 
Please  feel  free  to  contact  me  if  you  have  any  questions. 

Thank  you. 

Please  let  us  know  if  we  met  your  expectations  by  rating  the  service  you  received 
from  TestAmerica  on  this  project  by  visiting  our  website  at:  Project  Feedback 


SHEILA  B HOFFMAN 

Project  Manager  II 

TestAmerica  Savannah 

THE  LEADER  IN  ENVIRONMENTAL  TESTING 


Tel:  912.354.7858  e,3004 

www.testamericainc.com 


Reference:  [258431] 
Attachments:  1 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please 
notify  the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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